02               jUT-rl YS OF POSITIVE ELECTRICITY

Pig. 38: the gas in the tube was phosgene, COCL ; the
at the top of the figure represents the number of nega-
tively electrified particles, the one at the bottom the positively
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FIG. 38.

electrified ones. It will be seen that the negative atoms de-
tected by the electroscopic method were carbon, oxygen, and
chlorine, and that the chlorine atoms were by far the most numer-
ous. On the photographs taken with this gas the line due todly visible, when measurements made with the electroscope
